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SUBJECT: EMERGENCY ELECTRICAL POWER CAPABILITY 
NAIROBI FOR RCO; PRETORIA FOR RSO 

THE POSTS 41 KW EMERGENCY GENERATOR WAS PUT IN SERVICE THE 
EVENING OE JULY 25 .THEN WAS TESTED AND FUNCTIONS PROPERLY, 

GIVING US ALTERNATE POWER FOR THE C&R AREA AND THE DISINEGRATOR 
AS WELL AS LIGHTING. 
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